BIOGRAPHICAL   NOTE
JOHN TILLOTSON, archbishop of Canterbury, renowned as a preacher, was born at Sowerby, in Yorkshire, in 1630, the son of an ardent Independent. After graduating from Clare College, Cambridge, he began to preach in 1661, in connection with the Presbyterian wing of the Church of England. He, however, submitted to the Act of Uniformity the following year, and in 1663 was inducted into the rectory of Yeddington, Suffolk. He was also appointed preacher to Lincoln's Inn, was made prebendary of Canterbury in 1670 and dean in 1672. William III regarded him with high favor, and he succeeded the nonjuring Bancroft in the arch-see of Canterbury. His sermons are characterized by stateliness, copiousness and lucidity, and were long looked upon as models of correct pulpit style. He died in 1694.